To:  R8  Environmental  Unit  Leader[R08_Environmental_Unit_Leader@epa.gov] 

From:  McKean,  Deborah 

Sent:  Sun  8/16/2015  10:14:45  PM 

Subject:  FW:  Gold  King  Mine  - surface  water  summary 


From:  McKean,  Deborah 

Sent:  Thursday,  August  13,  2015  9:04  AM 

To:  Rauscher,  Jon;  Ruhl,  Christopher;  Crossland,  Ronnie;  Foster,  Althea;  Loesel,  Matthew; 
Smith,  Terry;  Wagner,  Christine;  Garcia,  David 
Subject:  RE:  Gold  King  Mine  - surface  water  summary 


Excellent  - perfect  (from  my  perspective). 


From:  Rauscher,  Jon 

Sent:  Thursday,  August  13,  2015  9:02  AM 

To:  McKean,  Deborah;  Ruhl,  Christopher;  Crossland,  Ronnie;  Foster,  Althea;  Loesel,  Matthew; 
Smith,  Terry;  Wagner,  Christine;  Garcia,  David 
Subject:  Gold  King  Mine  - surface  water  summary 


NMED  approved  for  this  statement  at  9:55  AM  per  David  Garcia. 


1790511 


ED  000552F  00009833-00001 


